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1 ® f * Wvioll E/ 

Sa.gfSS MrK®^ Taps /and Lnth 

of the road to Klvioll« 

For location see Annex* 


2. Plftnt InstalLajLioM 5 


Having been destroyed during building S has C one smokestack, 

newly equipped. The ftone structure Sending 3 meters above 

65 meters high, and two sheet-metal funnels, exv - connection 

tfie roof. Oil Utot; ^oSffron GeSera^Electric , the other an old 
is available. Two turbines, installed during the time of obser- 

Russian make^ti ^eSnld^om^^eSISatl tMrd\«rbine which had not 

yet arrived was to be installed. 


3. TforK fpraa * 

About 30 to 40 laborers in the power plant. 


4„ Canacity ; 

One turbine General Electric 6,000 

One turbine of Soviet origin 3»000 kvs 

(The capacity mas seen from inscriptions on the tnrhlnos.) 


2SX1A 


25X1 A 



Approved For Release 2002/01/04 : CIA-RDP83-00415R01 0500030002-9 




25X1 A 


Approved For Release 2002/01/04 : CIA-RDP83-00415R01 0500030002-9 


25X1A 


COIIFIDEliT IAL/G uUTKOL/US 0FF.Lai.4LS DULY 

CENTRAL DJTELLIQENGE ACENCI 
- 2 - 



Tho scheduled capacity of the third turbine \ms to be 15,000 kws, 
according to Soviet statements. 


M M Comment s 

The reconstruction of the povjor plant in Fuss! is reported for the 
first time* 

1 Annex : Power Plant in Kivioli 
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